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Message Text 

CONFIDENTIAL 

PAGE 01 SANTO 03575 010950Z 
ACTION SY-05 

INFO OCT-01 ARA-10 ISO-OO OC-06 CCO-OO /022 W 

127842 021409Z/44 

R 301845Z JUN 78 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 5149 

CONFIDENTIAL SANTO DOMINGO 3575 

DEPT FOR A/SY/OPS/T FROM RSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: SEABEE REQUIREMENT FOR C&R AIR CONDITIONER 

THE C&R UNIT HAS A NEED TO HAVE THE ZONE-A-MATIC VALVE CHANGED 
IN THE AIR CONDITIONING SYSTEM. ALL TOOLS AND EQUIPMENT AT POST. 
MATTER HAS BEEN HELD IN ABEYANCE FOR OVERA YEAR. AS PER TELCON 
WITH TSO STELLA, SEABEE ARRIVING JULY 5 WILL LOOK INTO PROBLEM. 
NEVERTHELESS, IF SEABEE CANNOT REPLACE PLEASE ADVISE WHEN SEABEE 
WITH SPECIFIC KNOWLEDGE CAN VISIT POST. 
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